HOLYROOD PALACE, in Edinburgh, was a residence of the Scottish
kings before James VI became King of Great Britain in 1603, and
members of the present royal family still live in it when they visit
the northern capital. The palace is chiefly associated, however, with

Mary, Queen of Scots, whose rooms were in the tower on the left of
the canopied main entrance. It is recorded that she loved Holyrood,
and many relics of her stay are preserved. The ruined Chapel
Royal is all that remains of the ancient Abbey of Uolyrood.